Autumn 1983 
(Issue 52 - 21/10/1983) 


Berkshire 


Bulk/Car Carrier - 31,475 d.w.t. 


Captain Farquhar D.C.S 


Chief Eng Officer Willoughby R.S 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


Duffield D.R 
Gillett R.B 
Hart M.H 
Bennett A.J 
Pailing A 
Waddicor C.A 


C.P.0 KwokK 
Cook ChanL 


2nd Eng Officer Jones F.J 
3rd Eng Officer McDonald B.J 
4th Eng Officer Hayter B.J 
Engineer Cadet Burgon P.D 
Engineer Cadet English R.G 
Electrical Officer Mitchell S 


Leading Steward Wong T.T 





Cheshire IV 


Geared bulk Carrier - 31,475 d.w.t. 


Captain Arthur K 


Chief Eng Officer Bell R.C 





Chief Officer Southby M 2nd Eng Officer Wright R.A 
2nd Officer Clark C.N 3rd Eng Officer Charlton T 
3rd Officer Holgate R.A Engineer Cadet Rathbone R.P 
Deck Cadet Byrom M Engineer Cadet Davies C.P.G 
Deck Cadet Ratcliffe P.S Electrical Officer Talbut D 

Radio Officer Dickinson B 

C.P.0 Wong P 
Cook FooS.P 


Leading Steward Chan K.C 





Devonshire II 
Gas Carrier - 52,647 cubic metres 


Captain Askew R.P 
Chief Eng Officer Hartharn P.J 








Chief Officer Mortensen A.R 2nd Eng Officer Burke C 
2nd Officer Jones S.K Cargo Engineer McKellar W.W 
3rd Officer Feast A 3rd Eng Officer Robinson A 
Deck Cadet Stephens A.D 4th Eng Officer Powell A.K 
Deck Cadet Dodds C.N Jnr Eng Officer Edwards A.J 
Radio Officer Valentine G.K Electrical Officer Errington C 
Purser Matta R.C.M 
C.P.0 Brown F 
Cook Eley M.B 
Storekeeper Kelly J 
Hampshire 
Gas Carrier - 52,647 cubic metres 
Captain Bytheway P.S 
Chief Eng Officer Paul J.J 
Chief Officer Brocklesby M.S 2nd Eng Officer Austen S.J.S 
Chief Officer Jeffrey R.C Cargo Engineer Patterson F.H 
2nd Officer Foster S 3rd Eng Officer Jensen M 
3rd Officer Thornely G 4th Eng Officer Cummings A.J 
Deck Cadet Kimond P.A Jnr Eng Officer Spiller J.P 
Deck Cadet Woodcock H.D Electrical Officer Dunn R.B 
Deck Cadet Hume M.J 
Radio Officer Foley B.J 
Purser Bryce A.A 


C.P.0 Medcalf H 
Cook HomanL.M 
Storekeeper Close S 


Head Office 


Captain Gavin J.S 
Chief Eng Officer Kelly P.A 





Purser ReedA 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Allison J.K 
Chief Eng Officer Hutton R.A 





Chief Officer Hodgson R 2nd Eng Officer O'Brien T.H 
2nd Officer Gaukrodger C.S Cargo Engineer Olson S 
3rd Officer Walker S.L.J 3rd Eng Officer Nicholson | 
Deck Cadet Kelly F.J.C 4th Eng Officer Andrew C.S 

Radio Officer Simpson G.J Jnr Eng Officer Salt S.D 

Purser McNeil R Engineer Cadet Walton J.J 


Engineer Cadet Pawson N.W 
Electrical Officer Meacock R.N 
C.P.0 TunnaL.H 
Cook Critchley A.S 
Storekeeper Cunningham W 





Safe Esperia 


Accommodation Barge - 9,819 d.w.t. 


Chief Eng Officer Fawcus F 





3rd Eng Officer Ramsey A.V 
3rd Eng Officer Taylor R.B 
Electrical Officer Wignall |.F 


Staffordshire IV 


Gas Carrier - 75,970 cubic metres 


Captain Middleton R.C 


Chief Eng Officer Macfarlane A.P 





Chief Officer Brough R.W.A 2nd Eng Officer Wilburn R.M 
Chief Officer Harris S.N Cargo Engineer Edgington J.S 
2nd Officer Mallett J.W 3rd Eng Officer Hotham K.H 

3rd Officer Osbourne M.W 4th Eng Officer Duffy A 
Deck Cadet Regan A.E 4th Eng Officer Graham K 
Deck Cadet Drew J.D Jnr Eng Officer Taylor P.R 

Radio Officer Lynn L.T Jnr Eng Officer Taylor M.J 
Radio Officer Breivik P.R Electrical Officer Maxwell G.B 
Purser Thompson P.C 


C.P.0 Campbell A 
Cook Leatherbarrow C 
Storekeeper Butterworth T 





Trinidad & Tobago 
-Od.w.t. 


Chief Eng Officer MacDonald D.J 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Reeves M.M 
Chief Eng Officer Crook W 





Chief Officer Marsh C.H 2nd Eng Officer Turbitt D 
2nd Officer King B.J Cargo Engineer Slater M 
3rd Officer Clifton A.M 3rd Eng Officer Holt D 
Radio Officer Wade C 4th Eng Officer Hulley P.G 
Purser Chadwick D.H Jnr Eng Officer Macfarlane D.P.C 
Electrical Officer Campbell A.G 
C.P.0 Hale D.J 


Cook Jones C.J 
Storekeeper McGarry J 





Yorkshire IV 
Oil Tanker - 110,964 d.w.t. 


Captain Malpass N.H 
Chief Eng Officer Lamont J.D 





Chief Officer 
2nd Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


Hughes J.R 2nd Eng Officer 
Hargreaves W.J.M 3rd Eng Officer 
Gunn J.S 4th Eng Officer 
Macnicol D.H Jnr Eng Officer 
Gardner M.A Jnr Eng Officer 
Docker J.E Jnr Eng Officer 
Palethorpe J.G Electrical Officer 
C.P.0 SitL 


Pumpman Wong K.Y 
Cook Wong T.Y 
Leading Steward Tiu K.Y 


McConnell R.J 
Garbutt W.W 
Davis P.E 
Piper C.A 
Barry M.M 
Marcelle G.A 
Lewis D.S 


